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UNCLASSIFIED 

PAGE 01 TOKYO 13892 020554Z 
ACTION HEW-06 

INFO OCT-01 EA-12 ISO-OO OES-09 /028 W 

041578 030219Z/64 

R 020548Z AUG 78 
FM AMEMBASSY TOKYO 
TO SECSTATE WASHDC 0068 

UNCLAS TOKYO 13892 


Message Text 


E.O. 11652: N/A 

TAGS: OGEN, ETRD, EIND, TBIO, JA 

SUBJECT: FIRST INITIATED DEVICE RECALL (T- 123-8) 

REF: STATE 190705 


THE JAPANESE CONSIGNEE MENTIONED IN REFTEL CONFIRMED THAT 
FIRM HAD RECEIVED RECALL INSTRUCTIONS FROM HOSPAL MEDICAL 
CORPORATION AND THAT IT HAD TAKEN NECESSARY ACTION. 
MANSFIELD 
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